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Integrated Disease Surveillance Programme CSV ID-19 
: | Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 

Date: 17-01-2022 Health Bulletin Time: 6:00 PM 

@) Positive Today: 3295 #4 Recovered Today: 2067 

ÏR Death Today: 04 42 Active Cases: 18196 

S*’Y Sample Positivity today: 8.42% R% Recovery Percentage: 91.07% 

l Total cumulative Positive COVID-19 detected: 373249 

2 Total Number (%) of COVID-19 Patients Treated/ Cured: 339932 (91.07%) 

3. Total Number (%) of COVID-19 patients migrated out of state: 7677 (2.06%) 

4. Total Number (%) of COVID-19 Deaths: 7444 (1.99%) 

5 Number of samples found negative for COVID-19 today: 35843 

6 Total number of samples sent for COVID-19 testing today: 33276 

7 Total number of cumulative samples found negative: 8500762 
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Detailed Status of Sample Tested 


i Negative ve Positive 

Negative : Positive : 

: Cumulative . Cumulative 

in last 24 in last 24 : : 
(including 


(including 
Done Pvt. Lab) JOTI Pvt. Lab) 
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Total 33276 35843 8500762 3295 373249 8874011 15049 
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SARRATS VAT 


Hospital Wise Death 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 





Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 
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COVID-19 Vaccination 
17) January 2022 
* Sessions Held Today: 1207 
* Number of Beneficiaries Vaccinated Today: 41044 
* Total Number of Beneficiaries Partially Vaccinated: 8346143 
* Total Number of Beneficiaries Fully Vaccinated: 6738737 
* Total Number of Beneficiaries Given Precaution Dose: 95523 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 15-17 
hrs eae 18+ years 18+ years 
1st And ibe Partially Fully 
Partially : ‘ 
2nd Vaccinated vaccinated Vaccinated 
(1st Dose (Both Dose 


Dose (1st Dose Coverage) Coverage 
Coverage) 


Amora | asas | 23198 | 378117 | 294531 | 6017 | soso | ssas | osso 

155645 

510 

Haridwar | aag | asa29 | 1487969 | 1256492 | 17779 | 17574 | agao | agase | 1091 | 13551 

Nainital | asa3 | 37525 | zason | 6rse7s | 14182 | 13286 | 20093 | 19395 | 1354 | 10605 _ 

Pauri | aag | 24378 | aaas7_| 340170 | mon | vsea | zoss | esso | sor | 5888 
5 


23 
1681 23696 394195 309791 6250 6259 4913 4948 4478 
656 


Partially Fully 
Vaccinated | Vaccinated 

(1st Dose | (Both Dose 

Coverage Coverage) 


Partially Fully 
Vaccinated | Vaccinated 
(1st Dose (Both Dose 
Coverage Coverage) 


Total Dose 
Coverage 


US Nagar 5583 52348 1327260 | 1154409 12441 12458 34689 32855 1033 7578 
Uttarkashi | 440 | 12405 234276 204215 3461 3471 4984 5003 | ese 4896 
29610 | 356208 | 7681353 | 6440762 | 120560 | 116164 | 188022 | 181811 | 11434 | 95523 | 





